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(a) (b) 

Line 


No. 

Description 

Amount 

1 

Corporate Memberships Charged to Operating Expense 


2 

Conference Board Inc 

52 

3 

Electric Power Research Institute (EPRI) 

5,637 

4 

Edison Electric Institute 

1,269 

5 

Gartner Group 

73 

6 

Institute of Nuclear Power 

1,333 

7 

The Corporate Executive Board 

446 

8 

National Safety Council 

398 

9 

North American Electric Reliability 

1,425 

10 

Other Allowable Memberships 

284 

11 

Other Corporate Memberships 

554 

12 

Total Corporate Memberships 

11,470 

13 

Less: Allowable Corporate Memberships 

10,917 

14 

Gross Disallowed Expense 

554 

15 

Less: Composite Municipal and State Income Tax @ 6.15% 

34 

16 


520 

17 

Less: Federal Income Tax @ 35.00% 

182 

18 

Net Disallowed Expense 

338 


Source: Company Books and Records 



